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Location 


Denmark Hill Gampus 

Cicely Saunders Institute 

David Goldberg Centre 

loPPN Main Building 

Henry Wellcome Building 

Weston Education Centre 

James Black Centre 

Maurice Wohl Clinical Neuroscience Institute 


Strand Gampus 

Bush House North Wing, South Wing 
Bush House North East Wing 
Bush House South East Wing 
Philosophy 

Maughan Library 

Chesham 

SHEW 

Norfolk 

King’s Building South West Block 
Macadam 

strand 


Waterloo Campus 
James Clerk Maxwell Building 
Franklin-Wilkins Building 


Guy’s Campus 
Hodgkin Building 

Addison House 
shepherd’s House 
science Gallery London 
Henriette Raphael Building 
KCLSU Hub - West Wing 
New Hunt’s House 


St. Thomas’ Campus 
Please use the hospital facilities 


Residences 

Wolfson House 

stamford Street Apartments 
Great Dover Street Apartments 
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Great Dover Street 
Apartments 
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Di | SMOKING IS NOT PERMITTED ON 
KING’S CAMPUSES OR PREMISES. 





